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Dedication Ceremonies 
Held For Meek Library 

By Noncy Dunagon 


With tears In his eyes at the Paul Meek Library dedication 
Monday afternoon at 2:00, Dr. Meek said, *‘l think this facility 
will contribute to the University of Tennessee as it continues to 
reach for greatness.” 

Remarks about Dr. Meek 
were made by UT President 
Andrew R. Holt, Chancellor 
Archie Dykes, Librarian Mary 
Ellis Hall, and Paul Blaylock, 

SG president. 

DR. HOLT said the heart 
of any campus is the library, 

"that's why it's named after 
Paul.” 

His address was "How Can 
You Tell if People Really Love 
Your’ He said that students 
alumni, faculty, fellow citi¬ 
zens, other universities, the 
Board of Trustees, the UT 
President, and the "Good Lord” 
have shown their love to Dr. 

Meek. 

DR. MEEK received an 
ovation before his response. "I 
can't think of anything to say... 
this is a finale, not a farewell, 
but a shirt to the future,” the 
vice president and chancellor 
emeritus stated. 

Among other honorees 
present were two of the three 
Meek children, Dr. Paul Meek 
Jr. of New Jersey, and Mrs. 

Anne Roney of Knoxville. 


Two Meek grandsons cli¬ 
maxed the ceremony by unveil¬ 
ing the plaque, which will be 
placed outside, and the portrait 
of Dr. Meek, which will hang 
inside. 


Faculty Seminar 
Ponders Problem 
Under-Achievers 


By Chuclc Larese 

The "under-achiever” was 
the topic of a faculty seminar 
held Thursday evening In the 
University Center. 

Discussion was centered 
around three points: What are 
the causes of the student being 1 
an under-achiever? Does the 
University have an obligation to 
help the under-achiever? What 
techniques or attitudes can be 
used to help the under-achiev¬ 
er? 

PRESIDED OVER BY Dr. 
Norman Campbell, head of the 
Liberal Arts Department, dis¬ 
cussion was centered around a 
three-man panel composed of 
Dr. Milton Simmons, head of 
the Social Sciences Department, 
Mr. Henry Allison, Dean of Ad¬ 
missions and Records, and Dr. 
Jimmy N. Trentham, assistant 
professor of biology. 

Dr. Simmons defined the 
under-achiever as "a person 
who is capable of being suc¬ 
cessful, but doesn’t do it.” 

“There are as many causes 
of under-achievement as there 
are under-achievers,” Dr. 
Simmons said. He noted that the 
main causes of the under¬ 
achiever are "parental pres¬ 
sure, powerful social dls- 
sure, powerful social distrac¬ 
tion, and academic failure.” 
The nature of many parents, 
according to Dr. Simmons, Is to 
"set too high goals for the stu¬ 
dent — goals which the student, 
though trying his best, cannot 
attain. 

THE STUDENT MAY feel 
"that he is unaccepted” by oth¬ 
ers and this may be a cause of 
under-achievement, and of 
course, failure In his studies.” 

"A person’s behavior is 
connected with the way he sees 
himself,” Dr. Simmons added. 
"Nagging, rebuking, and failure 
convinces the student that he Is 
stupid, a failure, or unaccept- 
ble.” 

"We do, as a public insti¬ 
tution, have a responsibility to 
help the under-achiever,” Dean 

(Continued To Page Two) 


PORTRAIT AND PLAQUE- University frame the portrait and plaque of Dr. Meek 
Trustee Wayne Fisher of Dresden (L to r.), during the library dedication ceremony on 
former Chancellor Paul Meek, UT Presl- Monday, 
dent Andy Holt, and Chancellor Archie Dykes 

iraduatinq Volette Editor Plans To Write and Teach 


Barbara Whitaker Succeeds 
Darrell Rowlett As Editor 


Miss Barbara Whitaker, a sophomore in Journalism, has 
been appointed co-editor of Hie VOLETTE, replacing Darrell 
Rowlett, a graduating senior, according to Assistant Professor 
of Journalism Carl H. Giles, the newspaper advisor. 

After three years of service ■ 

to the VOLETTE,Rowlett plans an internal house organ ban 
to teach Journalism upon gradu- ln NaS hvllle, her horn 

atlon and continue his freelance town, 
writing to national magazines. 

To date he has sold 13 articles 
to national magazines and his 
first book, "Cow Barns toCar- 
negle Hall: A Country Music 
Catalogue,” Is being considered 
for publication of the Abingdon 
Press of Nashville and New 
York. Hie current Issue of 
Country Song Round-up has one 
of hls articles. 

"MY EDITORIAL 
experience on THE VOLETTE 
has been invaluable,” Rowlett 
said. "I have seen the Journa¬ 
lism program here expand from 
9 to 21 hours. Hie courses 
coupled with my work on the 
newspaper have certainly con¬ 
tributed to my freelance writing 
credits.” 

"The editor of a univer¬ 
sity newspaper the size of THE 
VOLETTE has a monumental 
responsibility,” R o w 1 e 11 
stressed. "He must cope with 
ignorance and misunderstand¬ 
ing on occasions. But the news¬ 
paper, like any medium must 
have two way communication. 

It is also the responsibility of 
the student body, the staff, and 
the administration to support a 
newspaper. After all, all the 
work Is to serve them, es¬ 
pecially the students.” 

MISS WHITAKER comes to 
THE VOLETTE after serving as 
feature editor and co-editor of 
her high school paper. She 
also served as a reporter for 


Senate Election 
Slated Tuesday 

Two candidates for Sena¬ 
tor of Student Government will 
be elected from each curricu¬ 
lum. Hie election Is Tuesday 
May 14 ln Student Center, 
8-5. The student I.D. card 
Is required. 

The candidates are: 

AGRICULTURE: Robert 

Jlnklns, Steve Carson, and 
Archie Morrow. 

BUSINESS; Edd Prewitt, 
Joe Exum, Carole Hunter, and 
Joan Collier. 

EDUCATION: Barbara 

Bowls, Sandra Moss, Ty 
Leffler, Linda Nanney, Kay 
Wilson, Ralph Darby, and Duff 
Maki. 

ENGINEERING: John Bur¬ 
ris and Joe Spake, (automa¬ 
tically elected). 

HOME ECONOMICS: Mary 
Garrlgan and Mary Anne Lake 
(automatically elected). 

LIBERAL ARTS: Randa 

Robinson, David Shepard, Amy 
Harrison, Eddie Calhoun, Pat¬ 
sy Gadd and Jerry Snldow. 


BARBARA WHITAKER ASSUMES EDITORIAL CHAIR- Retir¬ 
ing Volette Editor Darrell Rowlett, sporting a wayward lock 
of hair in literary tradition, smiles approval of his blonde suc¬ 
cessor, Barbara Whitaker, who assumed co-editorial command 
yesterday. 


Music Dept. 
Presents Concert 


Grove Residents Top Grade List 

Winter quarter grade- Their 2.63 average oi 
point average studies releas- ran ked the 2.15 average of t 
ed by Student Personnel Assis- men and the 2 .48 average of 
tant, Davis B. Small, show women. 

the married students in Grove In t ‘ he reslde nce halls, t 
Apartments again leading in basketball half of Browni 
grade point average. (Continued on Page Five) 


The Music Department will 
present a Spring Choral Con¬ 
cert tomorrow at 8:00 p.m. ln 
the University Center Ball¬ 
room. 

Hie Choralalrs will pre¬ 
sent a Baroque Cantata by 
(Continued on Page Five) 
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Beacon Editorial Slight* UTM ; 
Overlooks Economic Advantages 

In an editorial, UT Knoxville’s Dally Beacon lauded the 
Tennessee Higher Education Commission’s recommendation to 
merge the present University of Chattanooga with the proposed 
UT branch In Chattanooga. 

The editorial shrugged off the Martin campus as “simply 
not capable of offering many of the courses students In Middle 
and West Tennessee require.” 

THIS STATEMENT obviously disregards the tremendous 
progress this campus has made in recent years. It is the con¬ 
sidered opinion of many people that already the best under¬ 
graduate education anywhere in the state is offered on this cam¬ 
pus. However, UTM would be capable of offering any course If 
more funds were allocated. At present, this campus is lowest 
on the fiscal totem pole of four-year state-supported colleges. 

UTM would be capable of offering any course If more funds 
were allocated. At present, this campus Is lowest on the fiscal 
totem pole of four-year state-supported colleges. 

Rumors have been circulating of a merger of UT*s Mem¬ 
phis Medical Units and night school with Memphis State Uni¬ 
versity. While there is a definite need for a new branch In 
Chattanooga to fill the void In lower East Tennessee, expan¬ 
sion of the University In Memphis would be expensive. 

The Martin campus has room for expansion on land that the 
University already owns. For the first time, this year Shelby 
supplies more students than any other county. 

It would be cheaper for Memphians to commute to Memphis 
State than to live on campus elsewhere. However, many of them 
prefer to enroll here to get away from home, to escape the stigma 
of being a student at "Tiger High,” and for various other rea¬ 
sons. 

One other reason Is that many Memphians think MSU Is 
too big already. 

Hie Tennessee Higher Education Commission should fol¬ 
low the law of comparative economic advantage and expand 
existing facilities rather than acquiring others. 

UTH Sponsors Youth Opportunity Institute 
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YOU SHOULD PROTEST SHORTER SUBJECTS [ 



’ THERE'S AN INTERESTING CLASS ...ONE WE 

recorder l£ctvrin6TO3zwe rbccrders * 


| Opinion Parade | 

Dear Editors: 

May I congratulate you on 
printing Professor James 
Spears’ fine letter last week? 

It seems clear that, by state¬ 
ment as well as tone, the letter 
affirms the sense of good will 
that all of us in a University 
should have toward each other. 

I FIND NO suggestion that 
Professor Spears has any axe 
to grind. 

He Is simply trying to clari¬ 
fy some ideas that needed clari¬ 
fying In a University that — al- 
thought it can stand Improve¬ 
ment—really is a pretty good 
place to think and work. 

Yours sincerely, 

Stephen Mooney, 

Professor of English 


Faculty Seminar oo« 

(Continued from Page 1) 

Allison said. He said that one 
way to distinguish the under¬ 
achiever from the achiever 
would be for the students to“be 
sampled as a group." HUs 
group would be divided accord¬ 
ing to such things as age or sex 
groups. 

DR. TRENTHAM spoke on 
the possible solutions to the 
problems of the under-achiev¬ 
er. “The first step is for the 
instructors to recognize their 
responsibility to the students,” 
commented Dr. Trentham. He 
stressed that there should be 
"more contact by the teachers 
with the students. Many of the 
students do not have contact 
with the university except in 
the classroom.” 

Dr. Trentham said that"the 


instructor should give as much 
Individual attention as possi¬ 
ble,” creating an atmosphere 
that “makes the student feel 
important and restores his self- 
respect.” A second possible 
solution for aiding the under¬ 
achiever would be to "have 
an index of past achievements 
of a student to compare with 
current achievements,” he sug¬ 
gested. 

THE PANEL AGREED that 
motivation Is a key element to 
solution of the under-achiever. 
Dr. Trentham suggested that the 
Instructors try to make their 
subject material "as interest¬ 
ing as possible,” and that the 
subject material should have as 
much "material application as 
possible” for later life. 


By Marcia McDonald 


A group of community leaders and professional educators 
representing the nine county area of northwest Tennessee met 
Wednesday in the University Center to discuss the economic 
and educational opportunities for youth in this region. 


This “Regional Youth Op¬ 
portunity Institute” was spon¬ 
sored by the Department of 
Education and during the two 
sessions a number of noted 
speakers addressed the group. 

SPEAKING FIRST, Com¬ 
missioner J. Howard Warf from 
the State Department of Educa¬ 
tion told the assembly, “ Hie ap¬ 
parent lack of opportunity ranks 
first among the problems of 
West Tennessee.” He went on 
to explain that the State Board 
of Education which he repre¬ 
sents currently has 53 different 
programs in operation to ad¬ 
vance education In Tennessee. 


As examples of this he cited the 
vocational schools, technical 
Institutes, and community col¬ 
leges across the state. Other 
opportunities mentioned In¬ 
cluded the Student Loan Pro¬ 
gram, Manpower Development 
Training, the Vocational Re¬ 
habilitation Programs, and the 
State-wide Educational TV Net¬ 
work. 

DR. NAT WINSTON, JR., 
State Commissioner for the De¬ 
partment of Mental Health, 
spoke on the problems of men¬ 
tal illness in adolescents. 
Brieflv outlinlne the different 
(Continue’ To Page Three) 
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Critic’s Corner 


Slanted toward college read¬ 
ership, Eye Magazine is more 
conservative than others, such 
as Cheetah. 

While having a monthly four- 
page fold-out of pop recording 
stars, the mag shuns pin-up 
photography. Unlike its con¬ 
temporaries, it is not pre-oc- 
cupled with California, the hip¬ 
pies, and Greenwich Village. 

The May edition has features 
on an Italian-Puerto Rican rodeo 
star from New York’s crime- 
ridden Bedford-Stuyvesant dis¬ 
trict, and an objective Interview 
of six Viet vets. 

Advertisements are mostly 
full-pagers that also appear in 
the Life or Ladles Home Journal. 
Fashion outlets hawk their more 
conservative and mod collegiate 
garb, which would be still out of 
place on small campuses. 

Overall, Eye uses few color 
photos, but catches subjects with 
monotonous regularity on cloudy 
days. Full-page photos of fea¬ 
tured celebrities fill several 
pages, Including two of Michael 
J. Pollard In this month’s edi¬ 
tion. 

Format follows Esquire’s 
more than Playboy’s, although 
the mag has a monthly inter¬ 
view column. 

With around 15 short features 
and one or two pieces of fiction 
monthly, Eye Is a good buy for 
half a dollar. Horoscope follow¬ 
ers can compare their fortunes 
to those of celebrities in the 
monthly department featuring 
stars’ birthdays and usual 
heavenly fare. 

Other departments include 
The Good Guys and the Bad Guys 
and Elevator. The first Is a re¬ 
view of movies, books, and 
records. The other is a short 
biography of “people on the 
way up (and down),” 


Dean Of Women Plans 
Intercollegiate Group 

By Barbara Stockdale 

There is a possibility that the National Intercollegiate Or¬ 
ganization, the Association of Women Students, will go into opera¬ 
tion on campus next fall, according to Dean of Women Julia 
Austin. 


Dean Austin defined the AWS 
as an “organization which Is con¬ 
cerned about all phases of 
women’s life on campus.” 

ALTHOUGH THE program Is 
nationwide, each organization 
sets up Its own goals to fit the 
needs of Its campus. On some 
campuses, for Instance, dormi¬ 
tory councils are set up to act 
on dorm problems and to insti¬ 
gate programs which might en¬ 
rich dorm life. 

UTM’s Association of Women 
Students will Include every 
woman who registers for class¬ 
es, according to Dean Austin, 

Sing-Out Slated 

Spring Sing-Out, sponsored 
by B-Y Dorm will be held next 
Wednesday night at 8:00 outside 
the University Center. 

The Lads of Leisure will 
entertain along with folk groups 
from each sorority and frater¬ 
nity. 

Everyone Is invited to come 
sing along, and there will be no 
admission charge. 

Whitaker Succeeds 

(Continued from Page One) 

any I have had In the past, but 
1 have confidence that our staff 
and I will work together to keep 
the hifrh standard of THE 
VOLETTE,” Miss Whitaker 
said. 

***** 

Newspapers and magazines 
are the ultimate judges of free¬ 
dom. 


who is working with college 
women to promote the organiza¬ 
tion. 

“This organization gives 
women a chance to say what they 
want. Hie AWS ‘unifies women 
students and gives them a 
voice,’ ” she said. 

THE FOLLOWING objectives 
have been proposed and are be¬ 
ing discussed by the students 
working toward the formation 
of the AWS: 

To help develop university 
policies and services which af¬ 
fect women students 

To express the opinions of 
women students on all Issues 

TO COORDINATE activities 
and to identify and act upon the 
Interest and concern of Its mem¬ 
bers 

To Instill a spirit of coopera¬ 
tion and friendship among women 
students 

To provide for and encourage 
participation by women students 
in AWS and campus activities 

TO SERVE women students 
In a representative form of self- 
government. 

AOPi Holds Ball 

AOPi held its spring social, 
the Rose Ball, In the Ballroom 
of the Student Center Saturday 
night. 

Music was provided by the 
Henchmen. Hie AOPl’s, their 
dates, and guests attended. 

Bob "Lassie 1 ’ Holmes re¬ 
ceived the ALPHA MAN OF 
THE YEAR AWARD. Both the 
AOPl’s and their dates are 
presented to the guests In a 
lead-out. 
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SEE. ALSO, OUR COMPLETE LINE OF 
MAYTAG WASHERS, DRYERS, AND 
DISHWASHERS 

LATHAM Appliance Center 

Latham 799-4192 Tenn. 

We Service What We Seli 


Student Sculptors Enter Art Show 


UTM Sponsors... 

(Continued from Page 2) 


Space problem? 

Hie | 

anifwnere 

drqer 


MAYTAG 


Maytag Porta-Dryer fits any¬ 
where. No venting, no installa¬ 
tion Safety door. White, 

avocado, coppertone. 24" x 15 
x 29". 115V-60 cycle. 


types of mental Illness, he ex¬ 
plained the value of psychiatry 
In recognizing and diagnosing 
the symptoms which Indicate 
mental disorder In youth. 

Shelby County Juvenile 
Court Judge Kenneth A. Turner 
told the assembly, “We have a 
rising and serious crime prob¬ 
lem In our society today." 
He cited family and social dis¬ 
organization as the chief cause 
of crime and placed the re¬ 
sponsibility for the rising crime 
rate on our current social 
structure. 

“YOUTH unemployment Is 
one of the biggest single causes 
of Juvenile delinquency," he 
continued, suggesting that child 
labor laws be amended to allow 
younger children to participate 
In supervised work and thus 
eliminate Idleness. Pointing to 
the need for more, adequately- 
staffed corrective Institutions, 
Turner stated, “We can not 
only control crime in our so¬ 
ciety, but we can reduce It, 
even eliminate It, If we will pay 
the cost." 

SPEAKING ON JOB op¬ 
portunities, Mr. James Alexan¬ 
der, Staff Director of the State 
Division for Industrial Develop¬ 
ment told the group, "Our aim 
Is to improve the economical 
growth of Tennessee through a 
sound, progressive program of 
Industrial development. This 
creates more jobs for Tennes¬ 
seans,” As a measure of 
success, he quoted figures to 
show that In 1967, 12,600 new 
jobs were created In WestTen- 
(Contlnued To Pace 


COLLEGIATE SCULPTURE-These statues were entered In die 
First Annual Northwest Tennessee Spring Art show by UTM 
students. 


Planned at Columbia-Belmont 


ISA Elects Officers And Plans Retreat 

By Gerald Hunter 

The Independent Student Organization elected officers and 
planned their annual Retreat Thursday night. 

Officers for the following_ 


By Sherry Hilton 

After five successful days 
at showing the First Annual 
Northwest Tennessee Spring 
Art show closed Friday. 

Sponsored by the Educa¬ 
tion Department the show had 
four divisions: painting, sculp¬ 
ture, ceramics, and graphics. 

There were three Grand 
Divisions. In the First Grand 
Divisions, grades one through 
six, Tim Unger, son of Prof. 
Langdon S. Unger, history de¬ 
partment, placed first In paint¬ 
ing. The Third Grand Divi¬ 
sion dealt with adults or col¬ 
lege students ages 18 and above 
with the Second Grand Divi¬ 
sion composed of high school- 


A Blue Ribbon was award¬ 
ed to Joyce Killebrew, Senior 
In Elementary Education from 
'Sharon, in the Sculpture divi¬ 
sion. Eddy Eckert, Junior In 
Secondary Education from 
Gallon, Ohio received a Red 
Ribbon; Carolyn Unseren, Soph¬ 
omore In Elementary Education 
from Milan won a White Ribbon; 
and Ruth Carlisle, Junior In 
Elementary Education from 


Memphis, received an Honor¬ 
able Mention. 

Sarah Shaw, Junior In Ele¬ 
mentary Education from Mem¬ 
phis, was awarded an Honorable 
Mention In Ceramics; and In 
Graphics or Commercial Art 
a Rosette by Phil Page, Fresh¬ 
man from Memphis In Liberal 
Arts, was awarded Best of the 
Show. 

“A Rossette” by Peggy 
Burress from Tiptonvllle was 
declared the Best of the Show 
in the Painting category. Other 
winners In this category were: 
Blue Ribbon to Mrs. John J. 
Dickey from Union City; Red 
Ribbon to John Lorraine Whit¬ 
comb; White Ribbon to Carol 
Lebo from Tiptonville; and an 
Honorable Mention to Mariann 
Correy of Union City. 

***** 

Too often, we measure a 
man by a stupid phrase or an 
Intelligent phrase. The former 
renders him foolish; the lat¬ 
ter, wise. Obviously, one must 
be careful with words. 

***** 

Summer school: The 

pause that depresses. 


year are Earl Wright, presi¬ 
dent; Sam Coleman, vice 
president; Wanda Anderson, 
girl’s vice president; Betty 
Nan Collier, secretary; James 
Pruett, treasurer; Jerry Hun¬ 
ter, reporter; Don McCorken- 
dale, Student Government rep¬ 


resentative; and Lee Sammons, 
director of committees. 

The IS. A. Retreat will be 
held Saturday, May 11 at 
Columbia-Belmont State 

Park and will consist of a wei- 
ner roast and recreational acti¬ 
vities. Tickets are $1.00 per 
person and may be purchased 
from Mark Stephens or Char¬ 
les Pratt. The group will meet 
in the Student Center parking 
lot at 1:30 and return that 
afternoon. 


Yager Heads 
Republican Clubs 


Ken Yager, a junior In Lib¬ 
eral Arts from Camden, was 
elected West Tennessee Vice- 
Chairman of the Tennessee Fed¬ 
eration of Collge Young Repub¬ 
lican Clubs at Its annual conven¬ 
tion In Nashville. 

The federation held Its con¬ 
vention on the Vanderbilt cam¬ 
pus last Saturday. 

Yager Is the Chairman of the 
Young Republican Club, and di¬ 
rects the campus Youth for 
Nixon. His chief responsibility 
will be to act in a supervisory 
capacity over the activities of 
the clubs in West Tennessee. 
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Freshman 
Of Quarter 


Cadet James A. Pruett was 
selected Best Freshman of the 
Quarter Thursday afternoon dur¬ 
ing the annual Federal Inspection 
of the ROTC brigade. 

Pruett, 3rd battalion, “G” 
company, 1st platoon, 1st squad, 
is a business management major 
from Huntingdon, and had beer 
chosen Best Freshman of th< 
April 25 drill. 


_I ® M(Wt*®<D<0> 
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Scabbard And Blade Ma j Gen. R uss R ev j ewJ ROTC 


.Elects Officers 


Members of the Scabbard 
and Blade honorary society 
met April 30 and elected 
Company officers for next year. 

Those elected were Steve 
Gerken, Captain; Ron Cantrell, 
1st LT.; Dennis Cavln, 2nd 
Lt.; Jack MlUs, 1st Sgt.; 
James Hall, Public Informa¬ 
tion Officer; Hal Fisher, Mess 
and Supply Officer; Alton Brown 
and Roland Young, Pledge 
Masters. 

Company H, 16th Regi¬ 
ment of Scabbard and Blade, 
will hold this year's social, a 
picnic-outing event, May 17. 

f\ .a Z' I 


Major General Joseph R. Russ visited with Chancellor Dykes 
and toured the ROTC, facilities and the campus Monday. 
General Russ, who Is the 

Deputy Commanding General, _ 

Ke.se rye Forces, Third U.S. 

Array, Fort McPherson, Geor- Leaf Clusters, the Legion of 
gla, met with the campus offl- Merit with 1st Oak Leaf Clus- 
clals and was briefed on the ter, The Army Commenda- 
ROTC program. He also Inter- tion Medal, Commander of Eth- 
viewed some of the junior and loplan Star Order, the Infan- 
senlor cadets. tryman’s Badge with Star, and 

SINCE GRADUATION from the Korean Presidential Unit 
the United States Military Aca- Citation, 
demy he has participated In five GENERAL RUSS Is visiting 
World War II campaigns, one the Tennessee colleges hav- 
Paclfic and four European. He ing the ROTC program In ordei 
holds the following awards and to become better acquainted 
decorations: Distinguished with them. From here he went 

Service Cross, the Sliver Star, to Tennessee Tech at Cook- 
the Bronze Star with two Oak vllle. 


THREE OTHERS, Cadets P. J. 
Huffstutter, Joe Bennett and Har¬ 
old Walker, competed with 
Pruett. 

The Inspector General team, 
headed by Colonel William Pat¬ 
terson, PMS at Tennessee Tech, 
spent Thursday morning inspect¬ 
ing the facilities of the ROTC De¬ 
partment, prior to the drill. Be¬ 
cause of the outstanding perform¬ 
ance of all cadets, the drill pre¬ 
viously scheduled for Thursday 
has been cancelled. 

“A" Company, led by Cadet 
Captain John Thorpe, was 
selected as the best company for 
spring quarter at the annual 
I. G. Inspection last Thursday. 


HONOR SOCIETY OFFICERS—Scabbard and Blade officers 
for next year are (top picture, left to right) Ron Cantrell, 
Steve Gerkin, Dennis Cavln, and Jack Mills. In the bottom 
picture left to right are Alton Brown, Jerry Morgan, James 
Hall, Hall Fisher, and Roland Young. Morgan will not be an 
officer. 


SURPRISE — Major Jack Adams prepares to inspect the 
butt plate of a cadet’s M-l rifle which Is often neglected In 
cleaning. 


THE A MORE BEAUTIFUL YOU BEGINS 
WITH OUR FAMOUS 

"THREE STEPS TO BEAUTY" 

MERLE NORMAN STUDIO 


MARTIN 


UNION CITY 


nessee. 

Mr. Frank Prins, Jr., Pres¬ 
ident of the Greenfield Dlvlslor 
of Kellwood Company, suggest¬ 
ed several ways to approach, 
the problem of providing jobs 
for youth, including expansion 
of vocational training in 
schools. “The time is now for 
business and education to offer 
more and better occupational 
opportunities,” Mr. Prins re¬ 
marked. 

ASSISTANT STATE Com¬ 
missioner for Vocational- 
Technical Education, Mr. Char¬ 
lie M. Dunn, said the demands 
of education are increasing 
and sometimes unattainable. 
He defined “drop-outs” as 
"fine young people with nothing 
to sell.” He said that the school 
should be more than a mere 
custodian, lt should see every 
(Continued To Page Five) 


UTM Sponsors ... 

(Continued From Page Three) 


226 Lindell St. 
Ph. 587-3624 


HONORS DAY BEGINS 
COMMENCEMENT ACTIVITIES 


The Honors Day Program May 16 will begin the 1968 com¬ 
mencement activities, Dr. Archie R. Dykes, Vice President of 
UTand Chancellor, has announced. 

Dr. F. E. Wright, president 

of Jackson State Community for the past 20 years, servin 


College, will give the address. 
He has been affiliated with in¬ 
stitutions of hieher learning 


for the past 20 years, serving 
as president and academic dean 
of Union University and dean of 
men at Baylor University. Dr. 


124 1st St. 
Ph. 885-9625 


WHEN THE OCCASION 

CALLS FOR 

FLOWERS 

c_ 


ST. CHARLES 


308 University 
Phone 
587-8411 
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TOP BRASS—Colonel William G. Patterson, team. He Is flanked by Cdt. Col. Jim Vaughan, 

Professor of Military Science at Tennessee brigade commander, and PMSLt. Col. George 

Tech (Center), headed the Inspector General Freeman. 


Honors Day Ceremonies 


Local Zetas Attend 
Annual State Day 

Thirty-eight Zetas attend¬ 
ed the annual Zeta State Day 
on April 27, at the Jackson 
Golf and Country Club. 

Chapters were represent¬ 
ed from Southwestern, 
UT- Knoxville, Union 
University, and UTM. Fol¬ 
lowing the tea, luncheon, 
and brag sessions, the girls 
attended an open house at die 
Union A TO House. 

***** 

It Is Impossible to pour the 
wisdom of the old Into the ener¬ 
gy of the young. But we must 
keep trying. 


(Continued from Page four) 

Wright was a major In the U.S. 
Army Air Force during World 
War n and has had extensive 
foreign travel. 

THE MAY 16 program to be 
hold in the Field House at 1:45 
p. m. will give recognition to 
students who have achieved 
meritoriously In scholarship, 
those who have made superior 
achievements In campus acti¬ 
vities and campus citizenship 
and those students who have ex¬ 
celled in die ROTC Program. 

Presentation of honors and 
awards will be made by Dr. 
Norman Campbell, dean of In¬ 
struction; H. B. Smith, dean of 
students; Lt. Col. George L. 
Freeman, head of Military Sci¬ 
ence, and Paul Blaylock, presl 


dent of Student Government. 

MUSIC FOR the program 
will be presented by the Concert 
Band, under the direction of 
Robert C. Fleming, and by the 
Choralairs, under the direction 
of John Mathesen. Hie Invo¬ 
cation will be given by the Rev¬ 
erend Charles F. Gray, pastor 
of Central Baptist Church. In¬ 
troductions will be made by 
Chancellor Dykes. H. C. Alli¬ 
son, dean of admissions and 
records, will preside. 

The Honors Day Program 
Is open to the public. 

UTM Sponsors... 

(Continued From Page Four) 

youngster through to employ¬ 
ment. 

Closing the discussion. Dr. 
Glenn S. Gallien, Head of the 
Education Department at UTM 
reminded the school of its re¬ 
sponsibility In the community, 
pointing out that he felt par¬ 
ents, as taxpayers, should 
have the right to suggest and 
take an active part in the edu- 
catlonal system._ 


Skippers do it! 



Inglish ftather 

For men who want to be where the 
action is. Very intrepid. Very mas¬ 
culine. ALL-PURPOSE LOTION. 
$2.50. $4 00. $6.50. From the com¬ 
plete array ot ENGLISH LEATHER 
men’s toiletries. 

\r*if>t o Of \« m comtvny. iv v»i mvah \ | **m: 


Get acquainted Special! 

Save $8.00 on 
American Tourister's 
Weekender 



reg. $32.95 omy! 

21" Weekenders for 
men and women 

Hsrs’s a grsat opportunity to start collecting 
your sot of American Touristor 
luggage — at substantial savings. 

Exclusive features including 


less steel tengue-in-greove 
and swivel locks tkat can’t 
get sprung. 

UNDELL STREET MARTIN, TENN. 



Three Win State Honors 
At Home Ec. Convention 

Three members of the Home Economics Club won honors 
at the Tennessee Home Economics Association’s annual 
convention this weekend. 


Pat Murphy, a senior, was 
selected Miss Tennessee Home 
Economics. Sheila Hall, a Jun¬ 
ior, was elected state chair¬ 
man. Pat Brown, a freshman, 
was elected one of next 
year's convention co-chairmen. 

MISS MURPHY’S award 
is based on activities, person¬ 
ality, professional Intent, and 
appearance. A candidate was 
nominated from each of the 16 
chapters. By vote from these 
chapters, five finalists were 
selected. 

At the convention, a panel of 
Judges from the THE A execu¬ 
tive board reviewed the quali¬ 
fications and Interviewed each 
finalist. The winner was an¬ 
nounced at the banquet in the 
closing general session of the 
convention. 

SHE has served as a state 
and national officer of the col¬ 
lege chapter section of THEA. 
Miss Murphy has held many 
responsibilities In her local 
chapter, and was selected Miss 
Home Economics and the most 
outstanding member. 

Sheila Hall, Junior In home 
economics, was elected state 
chairman of the college chap¬ 
ter section of the Tennessee 
Home Economics Association. 

PRESIDING OVER t h e 
meetings and serving on the 
executive board of THEA will 
be her responsibilities. 

Miss Hall will be acting 
president of the UTM Home 
Economics Club next year. 
This past year she was first 
vice-president of the local 
chapter and has attended many 
state workshops, planning ses¬ 
sions, and conventions. She was 
elected state president of the 
Future Homemakers of 
America in high school. 

ONLY ONE STATE officer 
per chapter is permitted. Jean 
Sharp, a Junior in home econ¬ 
omics who was running for third 
vice-president, withdrew her 
nomination. Twenty-one dele¬ 
gates and two advisors attended 
the convention of THEA in 
Chattanooga this weekend. 

DURING THE convention 
they heard outstanding speak¬ 
ers Including Senator Howard 
Baker of Tennessee speaking 
on consumer problems and 
Mrs. Eugenia Hatcher, presi¬ 
dent of the Homemaker Testing 
Corporation of Washington, 
D.C. Lectures concerning the 
latest projects and findings 
in such subject areas as child 
development, home manage¬ 
ment, textiles and clothing, and 
foods and nutrition were pre¬ 
sented. Projects from 22 
companies across the state 
were on exhibition. 

A luncheon held for col¬ 
lege members at the Holiday 
Inn featured a fashion show 
and the installation of officers. 

DELEGATES at the con¬ 
vention included Miss Mary 
Armstrong, department head, 
Dr. Jean Phillips, Miss Vera 
Burnett, Sue Alexander, Jo 
Rodgers, Hilda Haggard, Pat 
Brown, Brenda Manley,Carol 
Medllng, Alona Vincent, Sheila 
Hall, Rowena Gray, Judy White, 
Jean Sharp, Jane Gerken, Betty 
Nan Collier, Frelda Fuqua, 
Janie Beth Reeves, Marilyn 
Counce, Mary Dee Garrlgan, 
Polly Carter, Sandra Grinder, 
Alice Tucker, and Pat Murphy. 



Sheila Hall 


Grove Residents,.. 

Hall and Clement Hall had the 
highest grade-point average. 
The round bailers led with a 2.49 
average over the 2.27 aver¬ 
age of Freeman Hall, the 1.97 
combined unit average of the 
Men’s Y-Dorms, and the 1.97 
average of the football section 
of Browning Hall. 

The 2.45 grade point 
average of Clement Hall led 
over the 2.31 combined unit 
average of the Men’s Y-Dorms, 
and the 1.97 average of the 
football section of Browning 
Hall and over the 2.31 combined 
Women’s Y Dorm. 

Music Dept. ... 

(From Page One) 

Dietrich Buxtehude written for 
choir, soloists, strings, brass, 
timpani and harpsichord. 

THEY WILL also perform 
contemporary sacred and 
secular music. Included In the 
concert will be two composi¬ 
tions written by music major 
theory students. 

The Co-eds andCollegiates 
will present selections from 
modern popular songs, and 
the Madrigal Singers will sing 
madrigals from the 14th and 
15 centuries. 
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GROUNDS SUPERVISOR APPOINTED 


NANCY HICKS ELECTED 
MOONLIGHT GIRL 


he received the A. B. degree 
from Lambuth College and has 
done graduate work at the Uni¬ 
versity of Tennessee and the 
University of Arkansas. He 
graduated from Jackson High 
School prior to entering college. 


Mr. Walker's new Job Is 
supervisor of grounds, In 
charge of campus beautifica¬ 
tion, according to Dr. Jack G. 
Mays, coordinator of develop¬ 
ment. 

HE SERVED AS assistant 
farm agent of Hardin County 
from 1934 to 1943. Mr. Walker 
taught school and coached at 
Dresden High School from 1931 
to 1934. 

A native of Madison County, 


Miss Nancy Hicks, reigning 
Miss UTM, has been chosen 
the Moonlight Girl of Tau 
Tetarton Chapter of Phi Sigma 
Kappa Fraternity for 1968-69. 

President David Shepard 
made the announcement last 
week at the Carnation Ball held 
at the Paris Country Club. 

Miss Hicks was presented a 
Sweetheart Pin and Crown by 
Teresa Bowman, the retiring 
Moonlight Girl. 


Out of retirement Into a full¬ 
time, man-sited Job, all In about 
one day, Is the story of Aaron 
Walker, Weakley County farm 
agent from 1943 to 1968. 


INTIATES-These coeds Identified In the story below are now 
members of Phi Chi Theta. 


Circle K Elects 
Future Officers 


Phi Chi Theta Initiates Six 

The Beta Chi Chapter of Phi Memphis, 
Chi Theta had Its Spring Quar¬ 
ter Initiation Sunday at 3:00 in 
the University Center. 

Initiated were: Pat Tolley, 
a junior from Savannah, Bar¬ 
bara Weller, a sophomore from 
Kane, Illinois; Treesa Foley, a 
freshman from Martin; Karen 
Stalnaker, a freshman from 
Memphis; Mary Baird, a fresh¬ 
man from Memphis; and Ginger 
Vaughan, a freshman from 
***** 

Wars would stop If all the 
evil were confined to one side. 

***** 

Drop by drop by drop, the 
hardest rock Is finally cut. 


Circle K has elected the 
following officers for next year: 

Dwayne Collier, president; Joe VOLETTE Advertising Position 
Fulks, vice president; William 
Hlme, treasurer; Bennie Nan- 
ney, secretary. 

Through the joint effort of 
Circle-K and the Union City 
Kiwanls Club, a Klwanis Club 
will be formed In Martin. The 
charter-night ceremony will 
be held sometime this month 
with William Hlme heading a 
committee In charge of the 
event. 


A BANQUET was held at 
the Park Terrace In Fulton fol¬ 
lowing the Initiation. Faculty, 
family, and guests attended. 

F. G. "Moe” Cavin, execu¬ 
tive vice-president of the 
Farmers Exchange Bank of 
Union City, was the guest speak¬ 
er. 

A best pledge award was 
presented to Barbara Weller. 


Open—Male student preferred 
for Job which entails securing 
local and national ads, writing, 
and layout duties. Must be 
Sophomore or Junior standing, 
have car, and be capable of 
assuming responsibilities. 

Car required. Pay on commiss¬ 
ion basis averages $60 to $100 
per month. Journalism or 
business majors preferred. 
Apply In writing to VOLETTE 
office stating your qualiflcat 
ions no later then Friday by 
5 p.m. 


If you refuse old age, plan 
for the future. 

***** 

Sorrow creates the sad. 
Understanding helps. 


SOCIETY HOSTS 
SOUTHERN LIT PROF 


Nancy Hicks 


Dr. Louis D. Rubin, Jr. 
will be the guest speaker of the 
Honor Society, PI Sigma Phi, 
at Its annual banquet Friday. 

Dr. Rubin’s most recent 
book Is a group of essays on 
American and Southern litera¬ 
ture, ‘‘The Curious Death of 
the Novel." 

HE IS PROFESSOR of En¬ 
glish of the University of North 
Carolina at Chapel Hill. 

A special seminar of faculty 
members and students Inter¬ 
ested In Southern literature will 
be held at two o'clock Friday 
afternoon, In the Conference 
Rooms of the University Cen¬ 
ter. All persons Interested 
In the subject are Invited to 
attend and join the discussion. 


FRIDAY NIGHT, MAY 10 


from Nashville, of "Ruby" Fame 
A BAND STRICTLY 


COLLEGE CROWD 
PLUS 


the choice - of more brides 
and grooms than any other 
since 1850 . . . are truly made 
for each other in matched 
pairs. Our new ArtCarved col¬ 
lection includes an unusual 
variety of exquisite ring de¬ 
signs, from bold sculptures to 
soft textures. 

SANDPIPER SET, His *45.00 Hers *39.50 
R0MANTICA SET, His *45 00 Hers *39.50 


From Memphis 
Saturday Night, May 11 


ner 8 


MAIN 5T. - MARTIN, TENN. 

OPEN EVERY FRI-SAT FROM 8 to 11:30 P. M 


ADMISSION: $2.00 Per Person 


Autoorind 
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Baseball Team Plays Belmont 

The baseball team, probably 
the best In the school's history, 
travels to Nashville to take on 
Belmont College tomorrow. 

THE VOLS gained their 15th 
win against one defeat In a 
win against one defeat In a dou¬ 
ble-header with Austin Peay by 
scores of 5-4 and 5-3 Saturday. 

Vol second baseman Jimmy 
Welch scored a hit past second 
base In the bottom of the eighth 
inning of the second game to 
score catcher Jim Marshall to 
cinch the 5-4 win and the team's 
fifteenth victory. 

FIRST BASEMAN Johnny 
Walker tied the game at 4-4 
when he got a hit to score Glno 
Grubaugh in the bottom of the 
sixth. 


Vol relief ace Ray Fram_ 
promptly retired the next six 
Austin Peay betters to provide 
little opposition to the Vols’ 
scoring efforts In gaining the 
5-4 win. Tills Is Frame’s sixth 
win against no losses. 

In the first game, the Vols 
scored five runs In a fifth In¬ 
ning rally to top Austin Peay 
5-3. 

CATCHER JIM MARSHALL 
started the ball rolling for the 
Vols when he hit a double to 
move Johnny Walker down to 
third. 

Austin Peay’s pitcher walk¬ 
ed the next two Vol batters to 
score Welch. Left fielder Randy 
Horn then got a hit to score 
Marshall. Short-stop Steve 
Steele moves the Vols Into a 4- 
3 lead when he got a hit to score 
Mack Terry and Jimmy Welch. 


IN FLIGHT FORNEXTSEASON- The cheer¬ 
leaders strike an aeronautical pose for a 
soaring spirit yell. 


PE.Organization 
Elects Officers 


Phi Epsilon Mu recently 
elected next year’s officers. 

Elected were: Sue Donnell, 
president; Darrell Wilson, vice 
president; Julie Dickey, secre¬ 
tary; Lin Dunn, treasurer; Dick 
Padgett, parliamentarian; and 
Bill McCaleb, Student Govern¬ 
ment representative. 

ADVISORS ARE Miss Nadine 
Gearln and Coach Ernest Gibson. 

The group, consisting of 
physical education majors, con¬ 
structed the score board for the 
baseball diamond. 

A retreat Is being planned for 
members May 18. 


Band Cuts Record 


ANARCHY, U.S.A. will be 
reshown tonight at 8:00 at the 
University Center In Con¬ 
ference Rooms 206 and 207. 

This film shows how the 
Communists took over China, 
Cuba, and Algeria. And It 
shows how they are planning a 
take over here In the United 
States. 


The University Symphonic 
Band, under the direction of 
Robert C. Fleming, has cut a 
12” stereo record of their win¬ 
ter concert. The record can 
be purchased at the book store, 
the Music Building office, the 
Greentree Gift Shop, and the 
University Shopping Center. 


Paul Flowers, of the Commercial Appeal and author of the 
“Greenhouse” column, spoke at the annual Sigma Tau Delta 
spring banquet Friday night In the University Center Ballroom. 

PRESIDENT-ELECT James Brewer introduced Flowers 
whose topic was "Hamlet and Huckleberry Finn.” He cited the 
similarities between both 
literary characters and 

ment with their consciences. 
He also added support to a 
proposal by President Ken 
Yager that the new humanities 
building be named after the 
late Dr. Harry Kroll, Professor 
Emetrlus of the University. 

AFTER FLOWER’S speech, 
the presentation of awards was 
made. For having the best 
literary work In Vista, Mrs. 
Alice Cravens won an award 
for her short story titled, “The 
Award.” The most outstand¬ 
ing member of the year award 
went to the President Ken 
Yager. _ 




JEWELRY 

MARTIN, TENNESSEE 

GIFTS FOR MOTHER 


314 BROADWAY 
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KUOS \1|M)I\< 


COUPON EXPIRES MAY 15, 1968 


2 1/2 - 1/2; Roger Cooksey 
(UTM) defeated Ed KeUy (Bel¬ 
mont) 2 1/2-1/2; John Fisher 
(UTM) defeated Hugh Traugh- 
ber (Belmont) 2-1; Jim Fish¬ 
er (UTM) defeated Jack Can¬ 
trell (Belmont) 3-0, 


SELECT ONE OF MANY 
WONDERFUL 


* * * * * 

Stop complaining and get to 
work* There is no other road to 
success. 

* * * * * 

Ihe sum you are tomorrow 
are the bits you add today. 
***** 


CAPITOL WED., THURS., FRL 

UNION CITY 

yiM HUITON DDflOIHY PROVINE Mill BERLE JOEY BISHOP 
BOB DENVER 

|lll.w. 

sS EASTMAN COLOR ?§* 


SATURDAY—DOUBLE FEATURE 


SAT-Contlnuous Showing From 12:30 P.M. 


SUNDAY -MONDAY-TUESDAY 

JAMES HENRY 


SUN—Open 1:30—Feature at 2:00-4:00-6:00 and 8:10 — 


NATIONAL MUSIC WEEK --MAY 5-12 
Sponsored By Natl. Fed. of Music Clubs and 
Rie Matinee Music Club of Union City. 


SHIRT $10.00 Skirt $10.00 


WE HAWS THE RIGHT GIFT! 1 


SMATTS 


of MARTI* 


MOTHER’S DAY GIFTS 

AT 


PENICK’S 


Polka dots polka dots They spell summer m 
this ruffly shirt and dirndl skirt that reverse 
then colors both Traditionals by Country 
Set Crisp cotton tn trench blue W) th 
white 3-15 




MINI 


nil 


COUNT 


N 


55 


OPEN DANCE 

featuring 

THE HENCHMEN 

MAY 18 - 830 - 12:00 PM 

UNIVERSITY BALLROOM 

$ 1.50 Stag $ 2.00 Drag 

Sponsored by the Pike Pledge Class 


Varsity Theatre 


Martin, Tennessee 


NEWMAN { 

1 The Secret War of 


Starting Weds. 


May 15 


LieMarvin 

Sergeant RYKER' 

i A UNIVERSAL PICTURE in COLORi— 


Golf Team To Enfer VSAC Tourney 

Members of the golf team will carry an Impressive 12-4 
tally to Nashville when they enter the VSAC tournaments on 
May 13. 

THE Volunteers gained their 12th win when they defeated 
David Lipscomb College 13 1/2 - 4 1/2 and Belmont College 16- 
2 In a triangular match In Nashville Monday. 

Hie Vols’ Robert Barger shot a 74 to claim medalist honors 
for the meet. He was follow- — 


ed closely by teammate Art 
Mulwitz with a 75. 

THE Scoring In the match 
with David Lipscomb ran as 
follows: Bill Castle (Lips¬ 

comb) defeated Art Mulwitz 
(UTM) 2 1/2 - 1/2; Robert Bar¬ 
ger (UTM) defeated John 
Brewer (Lipscomb) 3-0; Mlkf 


Powell (UTM) defeated Dick 
Morris (Lipscomb) 2-1; Roger 
Cooksey (und) defeated Lynn 
Cockerham (Lipscomb) 2 1/2- 
1/2; John Fisher (UTM) defeat¬ 
ed Don Dyler (Lipscomb) 3-0, 
and Jim Fisher (UTM) defeat¬ 
ed Russ Fine ran (Lipscomb) 
2 1/2 - 1 / 2 . 


LOEB'S 

TENNESSEE FRIED 

CHIC’N 


SNACK BOX 


WITH- 

COUPON 


2 pieces fried chicken, french fries, 
biscuits and gravy 


5 Cheerleaders 
Elected Thun. 

By Dianne Craft 

Cheerleaders tryouts for the 
’68-’09 season were Thursday 
at 8:00 In the Field House. 

The five new cheerleaders, 
chosen from 15 candidates, are 
Peggy Guthrie, a freshman In 
Home Economics from Hum¬ 
boldt; Beverly Hall, a sopho¬ 
more In Elementary Educa¬ 
tion from Union City; Bonnie 
Samuels, a sophomore In Home 
Economics from Memphis; 
George McKelvy, a sophomore 
In Education from Memphis; and 
Ronnie Pyron, a junior In 
Liberal Arts from Humboldt. 

Marcia Hanna, a freshman 
in secondary education from 
Jackson; and Ann Carroll, a 
freshman In secondary educa¬ 
tion from Jackson, are alterna¬ 
tes who will substitute If any 
of the seven regular cheer¬ 
leaders is 111. 

The two returning cheer¬ 
leaders are Mae Cheek, a 
sophomore In secondary ed¬ 
ucation from Paris, and Marilyn 
Van Dyke, a junior In secon¬ 
dary education will complete 
the squad for next season. 


In the first game of the 
meet, the Vols downed Belmont 
College 16-2. The scoring ran 
as follows: ArtMultwltz(UTM) 
defeated Jerry Moats (Belmont) 

2- 1; Robert Barger (UTM) de¬ 
feated Steve Choate (Belmont) 

3- 0; Mike Powell (UTM)defeat- 
ed Harvev Rowe (Belmontl 


Phi Sigs Win ADPi Annual Diamond Day 


Alpha Delta PI held its an¬ 
nual Diamond Day Saturday, 

Members of each of the four 
fraternities on campus gathered 
at the Old Gym for an after¬ 
noon of contests. 

Representatives from each 
of the fraternities competed in 
such events as a tricycle race, 
banana eating contest, lar¬ 
gest foot contest and various 
track events. Some boys search¬ 
ed for pennies In a p 11 e of 
flour while others allowed 
themselves to be covered with 

ADPi Holds Banquet 

Delta Upsllon Chapter of Al¬ 
pha Delta PI Initiated five pled¬ 
ges Sunday. 

The new sisters are: Sandy 
Guarlno, a junior from Mans¬ 
field, Ohio; Wanda Johnson, a 
freshman from Bells; Connie 
Moysin, a sophomore from 
Memphis; Judy Tamulyn, a 
sophomore from Memphis; and 
Karen Young, a sophomore 
from Bolivar. 

AFTER THE ceremony a 
formal banquet was held at the 
Gateway where the following 
awards were given: best 

pledge, Wanda Johnson; best 
scholarship, Karen Young; 
best essay, Connie Moysin; 
and best scrapbook, Sandy 
Guarlno. 

Delta Upsllon Chapter had 
as Its guest this weekend the 
province president, Mrs. Char¬ 
les Perkins. She is an ADPI 
from the University of Chat¬ 
tanooga. 


shaving cream by a blind-folded 
brother and splattered with egg 
yolks. 

At the end of the competi¬ 
tion, Phi Sigma Kappa was de¬ 
clared the winner with 214 
points. While PI Kappa Al¬ 
pha placed second. A trophy was 
presented to the winners by 
Alpha Delta PI President 
Janet Kee with David Shep¬ 
herd, president of Phi Sigma 
Kappa, accepting the trophy. 

STUDY AT HOME 

College, High School 
and 

Self-Improvement Courses 

The University 
of Tennessee 

CORRESPONDENCE 

Division of 
University Extension 

Knoxville, Tenn. 37916 
Mail to the above address 

NAME . 

STREET . 


For First Cisss 
Return Enclose 30* 








































